
Town of Arlington, Massachusetts 
730 Massachusetts Ave., Arlington, MA 02476 
Phone: 781-316-3000 

webmaster@town.arlington.ma.us 


Minutes 11/24/2008 


Meeting of The Board of Assessors: November 24, 2008 

Present: Kevin P. Feeley, Esquire, Chairman, James J. Doherty, MAA, Mary Winstanley OiConnor, Esquire, Robert 
E. Greeley, MAA, Director Of Assessments 

The Board Of Assessors met at 5:30 P.M. 

The minutes of the previous meeting were read and accepted as read. 

The Board reviewed and signed Motor Vehicle reports, warrants and bills. 

The Board reviewed Recap materials. 

Mr. Greeley updated the Board on the inspection program. 


The Board adjourned at 8:00 p.m. and agreed to meet December 8, 2008. 


